To obtain warranty service, you will be required to provide: 

• A copy of the original dated sales slip or sales invoice 

• Your name 

• Your address 

• The serial number of the product 

• A description of the problem 

A technical support representative will determine if your problem is covered under 
this warranty agreement. If the problem is covered, you will be issued a Return 
Merchandise Authorization number (RMA) with specific instructions regarding how 
the product must be returned to Ocuview for repair or replacement. Limitation of 
implied warranties. 

THERE ARE NO WARRANTIES, EXPRESS OR IMPLIED, WHICH EXTEND BEYOND THE 
DESCRIPTION CONTAINED HEREIN INCLUDING THE IMPLIED WARRANTY OF 
MERCHANTABILITY AND FITNESS FOR A PARTICULAR PURPOSE. 
Exclusion of damages. 

Ocuview's LIABILITY IS LIMITED TO THE COST OF REPAIR OR REPLACEMENT OF THE 
PRODUCT. Ocuview SHALL NOT BE LIABLE FOR: 



• DAMAGE TO OTHER PROPERTY CAUSED BY ANY DEFECTS IN THE PRODUCT, 
DAMAGES BASED UPON INCONVENIENCE, LOSS OF USE OF THE PRODUCT, LOSS 
OF TIME, LOSS OF PROFITS, LOSS OF BUSINESS OPPORTUNITY, LOSS OF GOODWILL, 
INTERFERENCE WITH BUSINESS RELATIONSHIPS, OR OTHER COMMERCIAL LOSS, 
EVEN IF ADVISED OF THEIR POSSIBILITY OF SUCH DAMAGES. 

• ANY OTHER DAMAGES, WHETHER INCIDENTAL, CONSEQUENTIAL OR OTHERWISE. 

• ANY CLAIM AGAINST THE CUSTOMER BY ANY OTHER PARTY. 

Effect of local law 

This warranty gives you specific legal rights, and you may also have other rights 
which vary from locality to locality. Some localities do not allow limitations on 
implied warranties and/or do not allow the exclusion of incidental or consequential 
damages, so the above limitations and exclusions may not apply to you. 

This product is distributed and sold by Ocuview. For all non-technical comments 
and questions related to this product, please contact Ocuview Customer Service 
at (203) 285-3841 . Customer Service hours are Monday through Friday from 
8:30 am to 5:30 pm Eastern Time. 





Overview 

Snapshot Button (Press this to capture images) 
Focus Ring (Adjust the view focus) 
Front LEDS 

(Lights up when web camera is connected to the computer) 
Clip-On Mount/Desktop Base 
Retractable USB Connection 



Driver Installation 

Install driver before connecting your Ocuview Web Camera! 
If you have already plugged the Web Camera into your computer. 
Please unplug it before installing the driver 

1. Insert the installation CD into your CD-ROM Drive. 

2. Go to My Computer 

3. Open the CD directory 

4. Double Click on "Setup" File 

5. Follow the instructions on the screen to complete the installation 

6. Connect Web Camera to your Computer 

Plug the USB connector to the Web Camera 
into any available USB port on your computer. 
Windows automatically detect the device. 



For Windows® XP® users 

At the time of this product's release, Microsoft strongly encouraged companies to 
submit their hardware solutions for certification. If a hardware device driver is not 
submitted, or does not qualify, for Microsoft certification, a warning message similar 
to the one shown here, appears. You may see the message when installing this 
driver. If you do, you may choose to click the Continue Anyway button. Ocuview has 
tested this driver on Windows XP, and it does not impair or destabilize your computer. 





Product of Limited Warranty 

Ocuview Statement of Limited Warranty 

Ocuview warrants this product to be free from defects in material and workmanship 
for one year from the date of original purchase. If this product proves to be defective 
in material or workmanship during the warranty period, Ocuview will, at its sole option, 
repair or replace the product with a similar product. Replacement product or parts may 
include remanufactured or refurbished parts or components. Who the warranty protects 

This warranty is valid for the original consumer purchaser only. 
What the warranty does not cover 

Any Ocuview product on which the serial number has been defaced, 
modified or removed. 

Damage, deterioration or malfunction resulting from: 

• Accident, misuse, neglect, fire, water, lightning, or other acts of nature, 
unauthorized product modification, or failure to follow instructions supplied 
with the product. 



• Repair or attempted repair by anyone not authorized by Ocuview. 

• Any damage of the product due to shipment. 

• Removal or installation of the product. 

• Causes external to the product, such as electric power fluctuations or failure. 

• Use of supplies or parts not meeting Ocuview's specifications. 

• Normal wear and tear. 

• Any other cause which does not relate to a product defect. 

Removal, installation and set-up service charges by any third party. 

Costs associated with shipping and/or transporting the product for repair, 
replacement, or exchange. How to get service 

For our US customers: 

For information on obtaining warranty service, call Ocuview directly at the 
following number: (203) 285-3841 or fill out a technical support form 
on the Ocuview web site, located at http://www.ocuview.com/support.html 



